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E.O. 11652: N/A 
TAGS: TECH, I A 

SUBJECT: NEED FOR PROTECTING JAPANESE REPORTS 

REF: STATE 188469 

1 . PER INSTRUCTIONS REFTEL, HIROSHI ISHIDA, DEPUTY 
DIRECTOR REACTOR REGULATION DIVISION, NUCLEAR SAFETY 
BUREAU, STA, CONTACTED BY ERDA OFFICE TO ASCERTAIN 
SENSITIVITY REPORT ENTITLED, "MIHAMA POWER PLANT NO. 1 
FUEL ROD INVESTIGATION REPORT ', MARCH 1977, GIVEN TO 

L. SHAO EARLY 1977. ISHIDA INDICATED REPORT HAS 
BEEN PUBLICLY DISCLOSED IN JAPAN AND THEREFORE 
MAY BE PUBLICLY DISCLOSED IN U.S. 

2. PHOTOGRAPHS, HOWEVER, REFERRED TO IN PARA 3 REFTEL 
HAVE NOT RPT NOT BEEN MADE PUBLIC AND THEREFORE GOJ 
REQUESTS USG TO PROTECT SAME FROM PUBLIC DISCLOSURE. 
INFORMATION NOT RPT NOT PROPRIETARY, BUT DISCLOSURE 
JUDGED TO BE HARMFUL TO U.S. -JAPAN RELATIONSHIP, 
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THEREFORE GOJ REQUESTS USG TO PROTECT ACCORDINGLY. 

3. CONCIDENTALLY, OR PERHAPS NOT, EMBASSY RECEIVED 
TODAY COPY AUGUST 12 LETTER MATSUDA TO LAFLEUR 
TRANSMITTING PRESS RELEASE ENTITLED, "GOVERNMENTAL 
VIEW ON FUEL FAILURE OF NO. 1 REACTOR AT MIHAMA 
NUCLEAR POWER STATION." 
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